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M24, or XEROX 60/60. 


Disabler chip...required for installing 3rd party CGA or monochrome video 
board and monitor in PC. Instructions and disabler chip enclosed. Suggested t 
retail $10.00. 


Buss Correction Kit with Disabler... required for installing 3rd party EGA or 
VGA card and monitor in PC. Instructions, disabler chip, buss correction PC 
board with cable and connector, software disk and instructions enclosed. 
Suggested retail $50.00. 


Buss Correction Kit...for those who have already disabled their machines or 
iiave a P8 (GO 380) resident video board wishing to have compatibility with a 
3rd party EGA or VGA card and monitor. Buss correction PC board with 
cable and connector, software disk and instructions enclosed. Suggested retail 
$45.00. 


1 43 ROM BIOS | 1.43 ROM BIOS...for those wishing to upgrade to EGA or VGA or who wish 
i to install a hard drive over 20 MB. Comes with 2 PROM chips, 1 PAL chip 
and complete instructions. Suggested retail $34-00.0k- Price, 3400 


at Compati 2 secondary floppy controller card...allows addition of 1.2MB 

Compati II (5.25") and 1.44MB (3.5") internal floppy drive to computer. Comes with 
controller PC board, instruction booklet and PC6300 specialized instructions. 
Suggested retail $9200. 15 


i KBO 1 = XT KEYBOARD ADAPTER KIT...allows addition of IBM compatible XT 
, keyboard to machine. Comes with IC, adapter cable, and instructions. 
Suggested retail $32.00. 


NEC V30-8MHz: a CPU replacement for the 8086 on the motherboard which 
' increases the processing speed of the computer, taking the PC from an 8Mhz 

to almost a 10 Mhz machine in performance. Comes with V30 chip and 
installation instructions. Suggested retail $2000. j< 


i Hardware clock software - allows you to keep the clock set and running in 
1992 and beyond and use standard DOS with the hardware clock. Suggested 
retail $15.00. 


Disabler Chip for resident video board. Allows users to install a 3rd party 


video card and monitor in machine. (NOTE: VGA cards must be digital output | 
cards to work on PC 6300 PLUS). Suggested retail $10.00. | 


CLKFIX Hardware clock software - allows you to keep the clock set and running in 
1992 and beyond and use standard DOS with the hardware clock. Suggested 
retail $15.00. 
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